Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 29662 III44IZ 
ACTION EB-08 
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CONPIDENTIAL PARIS 29662 

USOECD 

EXCON 

E.O. 11652: XGDSl 
TAGS: ESTC, COCO,, GW, PL 

SUBJ: GERMAN OSCILLOSCOPE TO POLAND - IL 1584 

REFS: A) COCOM DOC. (77) 414.2, B) PARIS 22353, C) PARIS 
26209, D) STATE 231176, E) BEACHNER/CRAWPORD TEL- 
CON 

1 . USDEL WOULD APPRECIATE RESPONSE TO QUESTION WHETHER 
US AUTHORITIES STILL BELIEVE OSCILLOSCOPE IN THIS CASE 
CONTAINS TRAVELING WAVE TUBE AND IP SO, WHY. GERMAN AND 
PRENCH DELS MAINTAIN THAT NO TWT IS INVOLVED. 

2. US AUTHORITIES HAVE ALSO BEEN ASKED BY GERMAN AUTHOR- 
ITIES TO RECONSIDER US OBJECTION TO THIS REQUEST. 

3. ACTION REQUESTED: RESPONSE TO QUESTION CONTAIN- 
ED PARA 1 NO LATER THAN COCOM MEETING OCT. 18. NEW IN- 
STRUCTIONS ON REPCASE CONPIRMING OR LIFTING OBJECTION 
AS SOON AS POSSIBLE. 

SALZMAN 

CONPIDENTIAL 
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